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SUBJECT 
Title 
AUTHOR 
Photo 
Boat Names 








A 
Abbott, Chuck (Delta Queen) JA8 
Album J/A 55, N/D 19 
ARMITAGE, AL 
Around the Yankee Shop S/O 60, N/D 56 
(2-8-4) N/D 56 
Armstrong, Brian (Black Five) J/A 69 
Around the Yankee Shop 
(see ARMITAGE, AL) 
Aster Pannier Tank, The 
(see WANTIEZ, NICK) 
Austin, Harry (4-6-4) 
Automatic Cylinder Drains 


B 

Baker Locomotive Valve Gear, The 
Baker, Don (0-4-0) 

Ballington, Harold 

Ballington, Herbert 

Barnes, Gary 





BARNES, KEN J 
IBLS Secretary's Report 
12th South African National Live 
Steam Meet J/A 69 
BARRETT, PETER 
Poppet Vaive VW Engine for the 
Barrett Steam Car, A 
Part 1 
Part 2 
Part 3 
Part 4 
Part 5 
Bauer, Don (0-4-0T) 
Bean, Harry (2-8-0) 
Bean, Harry (Consolidation) 
BECK, CES 
Shop Talk 
Steam Clean 
BELL, WILLIAM S 
Model Steam Trains, A Hobby 
Generating Regulations 
Belts & Cleats 
(see BOHN, KENNETH L.) 
Bender, Pierre (flash boiler engine) 
Bennell, Murray 
Bennett, Jim (2-6-0) 
Bergh, Ed 
Bernard, Ron (Mogul) 
Better Crossing, A 
Bissegger, Markus (4-6-4) 
Blow Pipe 
BLUE RIDGE LIVE STEAMERS 
New Officers 
BOHN, KENNETH L 
Belts & Cleats 
Phil Stephens’ Free-lance 
Traction Engine 
BOILERS 


Model Steam Trains, A Hobby 
Generating Regulations 
Book Reviews 
Crossroads of Commerce 
Grab the Brass Ring 
The American Carouse 
Liiputbahnen 
Master Railroad Builder 
Tokyo Subways 
BOOTH, STEVE 
Paragon Railboom, The 
Professional Hints for Better 
Live Steam Videos 
Booth, Woody (railboom car 
BOSSLEY, ROGER 
Sutherland Mill, The 
Bowen. Seth Thomas (obituary 
BRATINA, STEVE 
Windsor Sun Parlor 
Meet September ‘91 
Breisch, Paul (obituary 
Britnell, George (beam pumping engine J 
(V-8 engine S/O 54 
Build a 1/3 Scale 1899 Stanley Locomobil 
(see RUBINO, SALVATORE 
Bullwinkle S/O 63 
Burrell 5-ton Steam Motor Tractor, The 


Cc 
CALGARY MODEL ENGINEERING SOCIETY 
New Officers V/D 74 
CAMP CREEK RAILROADERS 
Flood Takes Its Toll 
CAPE COD LIVE STEAMERS 
New Club Forming 
Casey Jones 
CHASE, CARL W 
Shop Talk 
Simple Ferrules 
Chenowith, Paul (F-7 diesel) 
CHURCH, ALAN D 
Midlands Model Engineering 
Exhibition ‘91 
COLLINS, MARSH 
Two Small Projects 
Cooper, John 
Corbett, Eric (0-6-0) 
Corwin, Gordon (Shay) 
Crankpin Drill Guide, A 
Cranna, Henry (two Invictas 
Crouse, Harold (rolling stock) 
Culbreth, Martha (wheels) 
Cummings, Jim 


D 

DAVIS, ANGUS 
Year's “Training” in New Mexico, A 
Photo (0-4-0) 

de Groot, W.H.T.M 
(Stirling cycle engine) 

de Langen, Gerard 
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N/D 58, 59, 60 
S/O 55 


(Stirling cycle engines) 
Dehnecke, Duane (generators) 
DELLS LIVE STEAMERS 

Dells Live Steamers Small But 

Successful 
Dockstader, Charlie (Mogul) 
DOSTALER, DION J. 
Shop Talk 
T-slot Hold-down Bolts 
DRAFTZ, JOHN Z. 
Maricopa Live Steamers, 
“Transition Years, The” 

Stoom ‘91 
DUCLOS, PHILIP 

“Hula-hula” Engine 

Part 1 
Part 2 
DRAYSON, D. A. 

Wood Flywheels 
Drouillard, Pat 
DURKEE, DWIGHT 

IBLS Secretary's Report 

Photo 
Dute, Richard (railroad crane) 


E 
Ecker, John A. (Stirling cycle engine) 
EDWARDS, JACK 
Shop Talk 
Tailstock Attachment 
Eggleston, Bob (Shay) S/O 54 
Eichelberger, Cliff (stationary engines) J/A8,9 
ELECTRONIC MODEL RAILROADERS 
ASSOCIATION 
New Club Forming 
Engine House, The 
(see MILSTER, CONRAD) 


N/D 73 
J/F 72 


M/A 80 


M/J 66 
S/O 70 


J/F 10 


M/A 50 


S/O 62 
S/O 52 


M/J 75 
M/J 2 
S/O 55 


M/A 4 


M/J 80 


J/A 76 


ERE ee 


3 
ad 


EVANS, RICHARD E. 
Heat Flow in Live Steam Boilers 
Part 7 Conversion of Energy in Steam 
to Mechanical Work, The M/J 52 
Excursion Bench for Park Gauge 
Railroads M/J 36 
Exhibition of Old Railway Equipment S/O 68 


F 
Falk No. 1 Locomotive 
(see HARRIS, W. M.) 
Final Tribute to Jan Gunnarsson, A S/O 35 
Finnel, Jim J/A 68 
Fisher, H. B. (Hudson) M/J 40 
Fleshman, Mike (4-8-4) J/F 70, 71 
Fox, Fred (2-2-2) N/D 7 
FREY, GREG 
Guest Editorial 
Friend, Les (tanker) 
Photo 


J/F 2 
M/J 39 
S/O 60 
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From the Editor’s Desk 
(see RICE, JOE) 


G 
Garland, Don (10-wheeler) 
Gillies, Bob 
GOEBEL, EUGENE 
Tiny Power Model 3454 
Photo (engine kits) 
Goebel, Mrs. (engine kits) 
Goldman, Roger (4-6-6-4) 
Goldsby, Larry (2-10-4) 
GOLETA VALLEY RAILROAD CLUB 
Annual Meet 1992 
Gore, Gordon 
Gould, Bill (Chloe) 
GRANT, JOHN 
Improving Hydraulic Hoist 
Performance 
GREAT LAKES LIVE STEAMERS 
New Officers 
GREEN. WILLIAM F. 
USS Cairo 
GRIMBLE, RALPH 
When Steam Does Not Come 
From Water 


H 
Hains, John (Pacific) 
HANNA, CHESTER L. 
Popcorn Steam Engines 
HARRIS, W. M 
Falk No. 1 Locomotive 
Part 2 Engine 
Part 3 Wheels, Eccentrics, 
Reverse 
Part 4 Boiler 


Part 5 Water Tank and 
Miscellaneous 
Part 6 Braking System 
Part 7 Gypsy Winch 
HASKINS, D. E. “DON” 


J/A 67 
J/A 64 


J/F 62 
S/O 55 
S/O 55 
J/F 72 
S/O 56 
J/F 70 
J/A 64 
J/A 68 
S/O 58 
N/D 74 


J/A 36 


J/F 47 


J/F 72 


N/D 44 


J/F 20 


M/A 30 
M/J 23 


J/A 48 
S/O 16 
N/D 12 


Final Tribute to Jan Gunnarsson, A S/O 35 


Photo 
Heat Flow in Live Steam Boilers 
Hewitt, Scotty (stationary engines) 
Hineman, Don (Ottaway) 
HIRAOKA, KOZO 
Pennsylvania A3 Switcher, The 
Part 3 Tender 
Part 4 Tender Tank 
Part 5 Tender cont'd 
Part 6 Tender cont'd 
Part 7 Hand Pump 
Part 8 Tender Piping 
Hoffman, Howard 
HOFMANN, RON 


S/O 35 
M/J 52 

J/F 5 
M/J 50 


J/F 34 
M/A 12 
M/J 42 
J/A 10 
S/O 20 
N/D 15 
M/J 67 


Positive Lug Clutch for Bill Harris’s 
1-1/2" Scale Steam Roller N/D 52 
HOLLAHAN, J. L. 

Models Hit the Auction Block 
Hughes, Arthur (4-6-2) 
“Hula-hula” Engine 

(see DUCLOS, PHILIP) 
Humbyrd, Al (Mogul) M/A 68 
Hutchinson, Tom (Corliss engine) S/O 54, J/A 64 
Huyes, Devan J/A 70 


I 
IBLS Secretary's Report 
Barnes, Ken J. 
Durkee, Dwight 
Tucker, Ralph 
igniter for Oil Burning Locomotives 
improving Hydraulic Hoist 
Performance 
indian Summer Steam Up J/F 48 
Ingold, Dub (Pacific) N/D 63 
INTERNATIONAL HARVESTER COLLECTORS 
Fourth Meeting Successful for 
International Harvester Collectors M/J 71 
isle of Wight Steam Railway, The N/D 47 


J 
JACOBS, PAUL 
NDC-1 
Part 1 
Part 2 
(mill engine) 
James, Neal E. 
(Quincy hit ‘n miss engine) 
JAMES, PETER 
Louis Shaw — Model Engineering 
Pioneer 
Janez, Ogrinc (Rocket) 
Janez, son of Ogrinc 
Jerome, Fred (4-8-4) 
Johnson, Bob (Burrell traction engine) 
Johnson, Oliver H. (obituary) 
Johnson, Seymour (NYC Hudson) 
(4-8-4) 
Johnson, Virginia 
Jonas, Christian (0-4-0) 
JONES, DAVID 
Return of the Steam Snake 
Joslin, Russ (Chloe) 


K 
King, John (2-8-0) 
KISELEV, IGOR 
Exhibition of Old Railway 
Equipment 
KLEINBERG, ELIOT 
Casey Jones 
KOUHOUPT, RUDY 
(caboose) 
(Frick traction engine) 
indian Summer Steam Up 
Photo 
Krouse, Harold 
(rolling stock) 
Photo 


L 
LaCivita, Robert “Bob” 
Landmann, Werner (pulse jet engine) 
Landrum, Ed (gas-powered Cagney) 
Larger Gauges, The 
(see WANTIEZ, NICK) 
Lawrence, Carol (4-6-0) 
Leaver, Ed 
Lefever, Sherman 
(4-4-2 and rolling stock) 


J/F 55 
M/J 39 


J/A 69 
M/J 75 
M/A 65 
J/A 22 


S/O 58 


S/O 10 
N/D 20 
S/O 55 


S/O 54 


M/A 62 
N/D cover, 2 
N/D cover, 2 
J/F 54 
S/O 67 
J/A 77 
J/F 70 
J/F 71 
J/F 70 
J/F 76 


J/F 50 
M/A 69 


J/F 75 


S/O 68 
N/D 55 


J/F 49 
J/F 48, 49 
J/F 48 
S/O 52 


J/F 48, 49 
J/F 49 


M/J 73 
S/O 53 
M/J 50 


J/A 64, 65 
M/J 39 


J/F 48 





Leggett, Bil 
Leggett, William, Jr. J/F 54 
Lehn, Jeffry (steam roller) S/O 6 
Lesovsky, Jim (S.L. Eidee and 4-4-0) J/F 8 
Liming, J. S. (1903 Stanley) J/A 55 
Live Steam of Yesteryear 
(see PURINTON, CHARLES S.) 
LIVINGSTON, JESSE 
Mose Clears the Boiler Room 
Lloyd, Ken (Keystone driller) 
LONG ISLAND LIVE STEAMERS, INC. 
New Officers 
LOS ANGELES LIVE STEAMERS 
New Officers 
Louis Shaw — Model Engineering 
Pioneer 
Lyman, Jim (assorted engines) 


M 
MACKEY, MALCOLM 
Excursion Bench for Park Gauge 
Railroads M/J 36 
Park Gauge (10"-16") for the Beginner 
on a Limited Budget N/D 33 
MARICOPA LIVE STEAMERS 
New Officers 
Railfair ‘92 and 20th Anniversary 
Meet M/A 67 
“Transition Years, The” M/J 66 
Marshall, Donald S. (obituary) S/O 76 
McFarland, William A. M/J 12 
McGhee, Glen (Consolidated) J/F 72 
McKINLEY, CLOVER 
From the Editor’s Desk 
Photo 
McCloskey, John 
Memin, Rudy (Rocket) 
Michael, Bill (Hudson) 
Midlands Model Engineering 
Exhibition ‘91 
Miller, Tom (4-8-8-4) 
Mills, Mr. 
MILSTER, CONRAD 
Engine House, The 
Engines of Germany 
Part 1 The Berlin Museum 
of Transportation and 
Technology 
Part 2 Berlin Water Works 
Mitchell, Guy (4-4-0) 
Model Steam Trains, A Hobby 
Generating Regulations 
Models Hit the Auction Block 
Moogendoom, M. (Stirling cycle engine) 
MORRIS, LEROY A. 
Shop Talk 
Greasing Locomotive Bearings 
Mose Clears the Boiler Room 
Murphy, Samuel B. (4-8-2) 


N 

NAYLOR, GEOFFREY H. 
Burrell 5-ton Steam Motor 

Tractor, The 

NDC-1 
(see JACOBS, PAUL) 

Netz, Roger (0-4-0) 

New Clubs Forming 
...in Massachusetts 
...in Michigan 

New Officers 
...in Calgary 
...in Eureka 
...on Long Island 
...in Los Angeles 
...in Michigan 


M/J 39 


N/D 61 
S/O 4 


J/A 76 


S/O 72 


M/A 62 
MW/A9 


S/O 72 


N/D 2 
S/O 52 
S/O 52 
M/J 10 
M/J 39 


S/O 67 
J/F 71 
M/J 12 


...in North Georgia 
...in Northeastern Ohio 
...in Northwestern Ohio 
...in Orange County 
...in Riverside 
...in Roanoke 
...in Scottsdale 
...in Southeast Virginia 
...in Southern California 
...in Victoria, BC 
Norred, Bill (NYC Hudson) 
NORTH AMERICAN MODEL 
ENGINEERING SOCIETY 
North American Model 
Engineering Exposition 
NORTH GEORGIA LIVE STEAMERS 
Bridge, The M/J 65 
New Officers N/D 74 
NORTHEASTERN OHIO LIVE STEAMERS 
New Officers N/D 74 
NORTHERN COUNTIES LOGGING 
INTERPRETIVE ASSOCIATION 
New Officers M/J 72 
NORTHWESTERN OHIO LIVE STEAMERS 
New Officers N/D 74 


o 

Obituaries 
Bowen, Seth Thomas 
Breisch, Paul 
Johnson, Oliver H. 
Marshall, Donald S 
Peterson, Wilma S/O 76 
Sprecken, Bill N/D 76 

Oliver, Fred J/F 4 

Oliver, Lorraine J/F 4 

1-1/2" Scale Nickel Plate Berkshire M/J 14 

ORANGE COUNTY MODEL ENGINEERS 
New Officers S/O 73 


P 
Paling, Hannes (UVE No. 2) 
Paragon Railboom, The S/O 65 
Paral, Tom (0-4-0) M/A 68 
Park Gauge (10"-16") for the Beginner 

on a Limited Budget N/D 33 
Pennsylvania A3 Switcher, The 

(see HIRAOKA, KOZO) 
Peterson, Wilma (obituary) 
Phillips, Ron (race car) 
PM Research 

(line shaft operating workshop) 
POND, BART 

1-1/2" Scale Nickel Plate Berkshire M/J 14 
Popcorn Steam Engines N/D 44 
Poppet Vaive VW Engine for the 

Barrett Steam Car, A 

(see BARRETT, PETER or THARP, DAVID) 

Poppin Fever in Holland N/D 58 


S/O 52 


M/J 74 
N/D 76 
J/A77 
S/O 76 


J/A 69, 70 


S/O 76 
S/O 56 


S/O 55 


Positive Lug Clutch for Bill Harris's 1-1/2" 
Scale Steam Roller N/D 52 
Potter, George (switcher) J/F 71 
Pressure Gauge, The 
(see VAN DORT, R.E.N. “ROB") 
Professional Hints for Better Live Steam 
Videos S/O 63 
Purinton, Carl (4-4-4T) J/F 54 
Photo M/J 39 
Photo (2-6-0) N/D 57 
PURINTON, CHARLES S 
Live Steam of Yesteryear 
Part 11 
Part 12 
Photo 
Photo (0-4-0) 


Quilin, Rene (4-4-0) 


R 
Racioppo, Lou (steam roller) 
(roadster) 
Rader, Sandy (1903 Stanley) 
RANKIN, DAN 
North Georgia Live Steamers 
Bridge, The 
Retif, Bernard (compound engine) 
Return of the Steam Snake 
Reuss, Robert W. (stationary engine) 
RHODES, CAPT. TOM 
Steamboat Wharf 
How to Determine Trim 
Marsh Steam Pump, The 
Steam Launch Mineoia 
Triple Treat 
RICE, JOE 
Book Reviews 
Master Railroad Builder 
Grab the Brass Ring - 
The American Carousel 
Tokyo Subways 
From the Editor's Desk 
Goleta Valley Railroad Club 
Annual Meet 1992 
Maricopa Live Steamers Railfair ‘92 
and 20th Anniversary Meet M/A 67 
North American Model Engineering 
Exposition S/O 52 
Video Review 
Railroading in a Land of Giants 
Building a Backyard Railroad 
Photo 
Photo 
RICHMOND HILL LIVE STEAMERS 
Richmond Hill Live Steamers 
Activities 
RIVERSIDE & GREAT NORTHERN 
PRESERVATION SOCIETY, INC. 
Happy Return for “Study of 
Steam Power” 
RIVERSIDE LIVE STEAMERS 
New Officers 
Robinson, Mr., Sr 
Root, Lee (Model A engine) S/O 53 
Rosborough, John (4-6-0) M/A 68 
Rottenbury, Bob (0-4-2 and Royal Scot) J/A4 
RUBINO, SALVATORE 
Buiid a 1/3 Scale 1899 Stanley Locomobile 
Part 1 Frame M/A 19 
Part 2 Chassis M/J 56 
Part 3 Wheels J/A 16 
Part 4 Engine S/O 28 
Part 5 Valve Gear N/D 24 
Photo S/O 54 


J/F 54, M/J 39 
N/D 56 


M/J 50, 51 


M/A 75 
N/D 76 
N/D 76 
M/A - S/O 


J/F 70 


J/F 78 
J/A77 
M/A 68 
S/O 54 


S/O 74 


J/A71 


N/D 75 
M/J 38 
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S 
Sait, Harry (4-6-6T) 
(tanker) 
Photo (2-8-4) 
Schack, John (Ken Ross) 
Secord, Jim 
Senft, James (Poppin) 
Severns, Bill (10-wheeler) M/A 69, 
Shaw, Godfrey 
Shaw, Louis 
(4-4-2) 
Sheldon, John (American and Pacific) 
Shop Talk 
Electrical Control 
Greasing Locomotive Bearings 
Scale Gears 
Simple Ferrules 
Steam Clean 
T-slot Hold-down Bolts 
Tailstock Attachment 
Slipping Tool Method 
SMITH, MARK 
Book Review 
Crossroads of Commerce S/O 77 
Smyth, Joe (2-8-4) /J 38 
SNIDER, BRUCE 
Better Crossing, A N/D 62 
Somers, Tom (electric) J/F 72 
SOUTHEAST VIRGINIA LIVE STEAMERS 
New Officers N/D 75 
SEVALS Joins Forces With 
Park/Museum N/D 72 
SOUTHERN CALIFORNIA LIVE STEAMERS 
New Officers M/A 74 
SOUTHERN ONTARIO LIVE STEAMERS 
Sun Parlor Survives as the SOLS N/D73 
Spencer, Ed (2-4-2) J/A 64, 65 
SPRAGUE, ANDY 
Steam Scenes 
Photo 
Sprecken, Bill (obituary) 
Starr, L. J. (Boston & Albany tanker) M/A 6 
(Hudson) M/A 6 
STATIONARY STEAM ENGINE PROJECTS 
“Hula-hula” Engine 
(see DUCLOS, PHILIP) 
NDC-1 
(see JACOBS, PAUL) 
Wood Flywheels 
STATIONARY STEAM ENGINES 
Final Tribute to Jan Gunnarsson, A S/O 35 
Poppin Fever in Holland N/D 58 
Sutherland Mill, The J/F 29 
STAUFFER, H. FRED 
Swiss Vapeur Parc 
Photo (10-wheeler) 
Stauffer, Jurg/Georg (4-6-0) 
(Galloping Goose) 
(0-4-0) 
STEAM AUTOMOBILES 
Build a 1/3 Scale 1899 Stanley Locomobile 


J/F 54, N/D 57 
M/J 39 
M/J 40 
N/D 42 
J/A 64 
N/D 58 
J/A 67 
M/A 64 

M/A 62, 63 

M/A 64 

MW/A7 


M/J 80 
J/A 80 
S/O 80 
J/A 80 
S/O 80 
M/A 80 
M/J 80 
S/O 50 


J/F - N/D 80 
N/D 4 
N/D 76 


S/O 62 


J/F 73 
J/F 74, 77 
J/F 74 
J/F 76 
J/F 77 


(see RUBINO, SALVATORE) 
Poppet Valve VW Engine for the 
Barrett Steam Car, A 
(see BARRETT, PETER or 
THARP, DAVID) 
Steam Scenes 
(see SPRAGUE, ANDY) 
STEAM TRACTION ENGINES 
Belts & Cleats 
(see BOHN, KENNETH L.) 
Burrell 5-ton Steam Motor Tractor, 
The 
STEAMBOATS 
Steamboat Wharf 
(see RHODES, CAPT. TOM) 
Delta Queen J/A 8, S/O 57 
Ken Ross N/D 42 
Mineola M/J 32 
S.L. Eidee J/F 8 
Spartan J/F 41 
USS Cairo J/A 36 
Steel, Norman (4-4-2) J/F 54 
Stevens, Gene (2-4-4T) M/J 39 
Stevens, Phil (traction engine) J/A 24, 25 
STEVENS, SAMUEL B. 
igniter for Oil Burning Locomotives J/A 22 
Stoom ‘91 S/O 70 
Sullivan, Tom (2-4-0) J/A 64 
SUN PARLOR RAILROAD CLUB 
Sun Parlor Survives as the SOLS N/D 73 
Sutherland Mill, The J/F 29 
Swiss Vapeur Parc J/F 73 


T 
THARP, DAVID 
Poppet Vaive VW Engine for the 
Barrett Steam Car, A 
Part 1 
Part 2 
Part 3 
Part 4 
Part 5 
TIMM, HAROLD 
Shop Talk 
Crankpin Drili Guide, A 
Electrical Control 
Tiny Power Model 3454 
TRACK WORK 
Better Crossing, A 
Improving Hydraulic Hoist 
Performance 
TUCKER, RALPH 
IBLS Secretary’s Report 
Turnbull, Jim (4-8-4) 
Two Smail Projects 
TYLER, NOEL 
Richmond Hill Live Steamers 
Activities 


U 
Uleseit, Bill (Mogul) 
USS Cairo 
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vo 
VALVE GEAR 
Baker Locomotive Vaive Gear, The J/F 56 
VAN BROCKLIN, WILLIAM 
Automatic Cylinder Drains 
Photo (4-4-2) 
VAN DIJK, BERT R. 
Baker Locomotive Vaive Gear, The J/F 56 
VAN DORT, R.E.N. “ROB” 
Pressure Gauge, The M/J 69 
VANCOUVER ISLAND MODEL ENGINEERS 
New Officers M/J 72 
VERBURG, ELMER 
Biow Pipe 
Vidales, Geronimo (Mogul) 
Video Reviews 
Building a Backyard Railroad 
Railroading in a Land of Giants 
Viljoens, Charles 
(Sweet Pea and 4-8-2) 
VOS, M. G. 
Poppin Fever in Holland 
Slipping Tool Method 
(Stirling cycle engine) 


WwW 
Wakelam, Edward C. (grandchildren) 
WANTIEZ, NICK 
Aster Pannier Tank 0-6-0 
Part 1 
Part 2 
Part 3 
Larger Gauges, The 
Correspondence 
Cagney Railways in Latin 
America 
When Steam Does Not Come 
From Water 
White, George 
Whittle, Eric (aircraft engine) 
WINDSOR SUN PARLOR 
Meet September ‘91 
Wohlsehlegel, Jurg (diesel switcher) 
Wood Fiywheels 
WORKSHOP PROJECTS 
Two Small Projects 


Y 
Year’s “Training” in New Mexico, A 
Yetter, Joe (Pacific) 

(Pacific) 
YOUNG, DON 

isle of Wight Steam Railway, The 
Young, Katie 


Zuskin, George 


J/A 47 
S/O 61 


N/D 79 
M/A 68, 69 


J/A77 
J/F 78 


J/A 69, 70 
N/D 58 


S/O 50 
N/D 58, 59 








